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November 29^ 195^ 
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Bear Sir: 


The results of neasureneuts made ou the VHF Feirrlte Antenna are 
sunaarlzed In the inclosed schedules* These results are being sent 


A letter repor t will be is sued shortly in idiich these results 
vill be discussed* also indicated on Friday that it 

might be desirable to delete aU additional measurements on the 
preaent model of the antenna for the purpose of placing greater 
mmthasis on Phase B of the program* If your office reaches such a 
decision, ve voold appreciate uritten instructions to that effect* 
Meamihile, t he measurement s on the antenna have been discontinued 
according to^ ^suggestion* 


Contract Administration 

ro/jg 

Inel 




to you uitho ut e3 

requ ested by 

vith 


>lanatory remarhs for the sake of expediency, as 

| of your office in a telephone conversation 
on November 23# 19^6* 


25X1 

25X1 

25X1 

25X1 

25X1 
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SUBiECT 

REFERENCE: REQUISITION NmiBER 


ki'iiU 


COPIES: 


25X1 

25X1 

25X1 

25X1 


TO: PROJECT ENGINEER, VHF FERRITE ANTENNA 
DEVELOPI.IENT PROGRAM 


The results of measurements made on the VHF ferrite antenna are 
summarized in the enclosed figures. These results are sent to you without 
explanatory remarks for the sake of expediency according to your request 
in our * phone conversation of November 23, 1956. A letter report will be 
issued shortly in which these results will be discussed. 

You also indicated Friday that it might be desirable to delete 
all additional measurements on the present model of the antenna for the 
purpose of placing greater emphasis on Phase B of the program. If your 
office reaches such a decision, v/e would appreciate written instructions 
to that effect. Meanwhile, the measurements on the antenna have been dis- 
continued according to your suggestion. 


WHN:dik 


25X1 



C' i 


DENTIAL 
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